SHANDON  BAPTIST  CHURCH,  Columbia,  S.  C,  erected  ^ 
1923.    Congregation  organized  in  1909.  5* 

Kodachrome  by  Jack  Taylor 

.1 


STAMP 
HERE 


5 


POST  CfiRD 


JUdu 


1 


K-229-D-I2 

Pub.   by  Carolina  Camera  Shop,  Columbia,  S.  C.  49578 


